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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 01675 010851Z 
20 

ACTION EB-07 

INFO OCT-01 NEA-10 ISO-OO FPC-01 FEA-01 INT-05 COME-OO 

RSC-01 /026W 

043505 

R 010600Z DEC 74 
FM AMEMBASSY ABU DHABI 
TO SECSTATE WASHDC 2293 
INFO AMEMBASSY BEIRUT 
AMEMBASSY MANAMA 

UNCLAS ADK DHABI 1675 

3.O. 11652: N.A. 

TUS: ELEC, TC 

SUBJ: REQUEST FOR U.S. GAS PIPE LINE STANDARDS 


1. CONSULTANTS TO ABUHSHE DEPARTMENT WATER AND 
ELECTRICITY (DWE) HAVE URGENTLY REQUESTED EMBASSY 
ASSISTANCE IN LOCATING COPY OF AMERICAN SOCIETY OF 
MECHANICAL ENGINEERS REQUEST STANDARDS FOR GAS PIPELINES. 
SPECIFICALLY, CONSULTANTS REQUIRE STANDARDS FOR GAS PIPE- 
LINES IN FENCED AREAS ON PRIVATE GROUND. 

2. DWE HAS BEEN OPERATING TWO GE GAS TURBBOES ON DIESEL 
FUEL AND CANNOT BEGIN OPERATION ON GAS UNTIL PIPELINE 
INSTALLED PO U.S. STANDARDS. CONTRACT WITH 

GE SPECIFIES PIPELINE MUST MEXT THESE STANDARDS, BUT DWE AND 
CONSULTANTS (LEHMEYER-GERMANY) DO NOT KNOW WHAT U.S. 
STANDARDS ARE. 

3. ACTION REQUESTED: PLS SEND COPY OF ASME GAS PIPELINE 
STANDARDS VIA AIR POUCH ASAP. 

STERNER 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NATURAL GAS, PUBLICATIONS PROCUREMENT, PIPELINES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 01 DEC 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ABUDFI01675 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740348-0280 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Hnk1974/newtext/t19741269/aaaachko.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 APR 2002 by colstocv>; APPROVED <10 FEB 2003 by izenbei0> 

Review Markings: 

Declassified/Released 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR U.S. GAS PIPE LINE STANDARDS 
TAGS: ENRG, TC 
To: STATE 
Type: TE 
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